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Message Text 


UNCLASSIFIED 

PAGE 01 WARSAW 00321 171509Z 

41 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 RSC-01 /021 W 

069724 

R 171433Z JAN 75 
FM AMEMBASSY WARSAW 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 2994 

UNCLAS WARSAW 0321 

COMMERCE PASS BEWT/OEWTD/TDAD 

E.O. 11652: N/A 
TAGS: BTIO, PL 

SUBJECT: PRIVATE TRADE OPPORTUNITY: NON-DESTRUCTIVE TEST 
EQUIPMENT 

1. 45 5/0 IP 0024 

2. 16/1/75 

3. A. HERTZBERG 

4. 455 POLAND 

5. M 

6A REPLY TO~ 

6B MR. JERZY MAZUREK 
CHIEF ULTRASONIC TESTING DIVISION 
INSTITUTE OF FUNDAMENTAL RESEARCH 
POLISH ACADEMY OF SCIENCES 
SWIETOKRZYSKA STREET 21 
00-049 WARSAW, POLAND 

7. PHONE 20 02 1 1 

8. N/A 

9. 99181XX - 1000 NON-DESTRUCTIVE TEST EQUIPMENT FOR TESTING 
ELEMENTS USED IN NUCLEAR POWER PLANTS AS FOLLOWS: 

A. DETECTION EQUIPMENT FOR INTERNAL AND EXTERNAL DEFECTS 
OF FUEL RODS (TUBES OR PIPES) 

B. RADIOGRAPHIC AND ULTRASONIC TEST EQUIPMENT FOR TESTING 
WELDED SEAMS. 
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35483XX - 0100 SPECIALIZED ULTRASONIC TESTERS FOR WELDED 
SEAMS IN METAL CONSTRUCTION PLATES - 8 TO 50 MM THICK. 

34819XX - 0050 ULTRASONIC NON DESTRUCTIVE TEST EQUIPMENT 
FOR THIN WIRES (FERROMAGNETIC AND NOBLE METALS - 0.05 TO 
5.0 MM IN DIAMETER. 

3391 1XX - 0500 SPECIALIZED DETECTION EQUIPMENT TO DETECT 
INTERNAL DEFECTS IN FORGINGS BY ULTRASONIC AND MAGNETIC 
METHODS. 

EQUIPMENT MUST BE FULLY AUTOMATIC INCLUDING NUMERICAL 
PRINTOUT AND SELF TEST. INTERESTED FIRMS SHOULD CONTACT 
MR. MAZUREK IMMEDIATELY AND SUBMIT INFORMATIVE LITERATURE 
AND PRICING. KNOWN U.S. PRODUCERS OF THIS EQUIPMENT ARE: 
SPERRY DIVISION OF AUTOMATION INDUSTRIES, B.V., AND AEROTECH 
CORP. 

DAVIES 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 17 JAN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975WARSAW00321 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D75001 9-0351 
From: WARSAW 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 97501 40/aaaabjhz. tel 

Line Count: 79 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: MorefiRH 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 MAY 2003 by SilvaL0>; APPROVED <25 Nov 2003 by MorefiRH> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PRIVATE TRADE OPPORTUNITY: NON-DESTRUCTIVE TEST EQUIPMENT 
TAGS: BTIO, PL 
To: COM 
Type: TE 
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